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BILL NO. S- 7 3-02 


SPECIAL ORDINANCE NO. S- 



AN ORDINANCE approving contract with 
GENERAL ELECTRIC COMPANY for equip- 
ment to be used on the Washington-Maumee 
Lighting Project. 


BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY OF 
FORT WAYNE , INDIANA: 

SECTION 1. A certain contract approved February 22, 
1973, between the City of Fort Wayne, by and through its Mayor 
and the Board of Public Works, and GENERAL ELECTRIC COMPANY, for: 

100 G. E. 250 watt Lucalox Luminaires 

Cat. #C724G573 with no P E receptacle 

with 240 volt regulator ballast. $9,800.00 

for a total cost of $9,800.00, all as more particularly set forth 

on CITY UTILITIES PURCHASE ORDER NO. 9570, which is by reference 

incorporated herein and made part hereof, is hereby in all things 

ratified, confirmed and approved. 

SECTION 2. This Ordinance shall be in full force and 

effect from and after its passage and approval by the Mayor. 


77 Councilman 




APPROVFD AS TO FORM 



Read the first time in. full and on motion by 


seconded by 


to the Committee on 


and duly adopted, read the second time by title and referred 


to ne held after due legal 


Plan Commission for recommendation) and .Public H§f 

notice, at the Council Ghamben^/-^ty^C^nty Building, Fort Wayne, Indiana, on 


the 


_day of 


197 at 


o'clock PoM„,E,S„T f 


Dates 


~ X?~ 7 







CITY CLERK 

Read the third time in full and on motion by -u. -r } 

seconded by /'a ? and adopted, placed on its passage . 

Passed by the following votes 

_ s HAYS ABSTAINED ABSENT <P— ! to-wit: 


AYES 

BURNS 

HINGA 

KRAUS 

NUCKOLS 

MOSES 

SCHMIDT, D* 
SCHMIDT, V„ 
STIER 
TALARICO 
Dates 


A 



A 


A 





X 








CITY' CLERK 


Passed and adopted by the Common Council of the City of Fort Wayne, Indiana, 

.Sbi - ■SsK’S* y 


as (Ze n - i-ng Map) ( Gone r a l -)- (Aja Bsaationj (Special) 
No, ,/Q— / X 7' J on the ^ av Q f 


-.5^ 




ATTESTS 


Oi»ditta,nee i} 

• • - . i9 va, 

' l A . '■ ■ - p s 

(SEAI x 



Li Ah - 

Presented by me to the/ Waybr of the City of Fort Wayne, Indiana, on the 
day of 


19 7-3 , at the hour of Ab'-.-: f o * clock 


_Me ,EoSoT« 



Approved and signed by me this O c < d ay of /A/ek 


CITY CLERK 


r’iVVti' 


at the hour of 


o 1 clock 'V^ 


197 £ . 


_M. ,EoSoTo 



SUSPENSION OF RULES 


BILL NO 


^ 73 ~ 

« • 


Councilman 




t- <.-- 7 - ^ moved to suspend the rules 


on passage of BILL NO. X/~73' 7 zTTlZ. > at this meeting of 

■/-■^ ecc c7 7. !97 -\ , of the Common Council of the City 
of Fort Wayne, Indiana. Said motion was seconded by . Councilman - 


t,- 


t 




and duly passed by unanimous 


vote of all legally elected members of the said Common Council. 

-ft* J- //-(& 

The above BILL and 

-7 — 

placed on its passage . 

DATE : 3-3 7- 7 3 


ORDINANCE was accordingly 



BURNS 

HINGA 

KRAUS 

NUCKOLS 

MOSES 
D. SCHMIDT 

V. SCHMIDT 

STIER 

TALARICO 










Passed and adopted by the Common Council of the City of Fort Wayne/ 


Indiana, as 
ATTEST? 




r" £ -«g— ^ 7 ^ 'Z 3 




(SEAL) 


DATE: 


<2 - 37- 73 



I mm* , ' afg 1 $ ■ , 


CITY CLERK 
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(ED'inr ©IP [F®GB¥ 

. «Tlf UTlOfliS 

DEPARTMENT OF PURCHASES 
ROOM 950 CITY -COUNTY BUILDINC 
NUMBER ONE EAST MAIN STREET 
FORT WAYNE , INDIANA 46802 

General Electric Company 
Room #1106 
3 0 0 Ma d i s o n Av e nu e 
Toledo, Ohio hJoQk . 




L. c/o 


Kr. Jerry Nesbitt 



ORIGINAL 

PURCHASE ORDER NO. 

This number must appear on each pack- 
age, packing slip, invoice, bill of lading, 
express receipt and correspondence. 

.^rPebruarv 22 , 19.X3 


/A 

o ,/ 



M 




SHIP T- 


Light Gonstructio n 
I?01 S outh Lafayette 
F o 3 : t ¥ a y n e , I n d i a n a 


UTILITIES 
■ GENERAL ACCOUNTING 
4th FLOOR CITY COUNTY BU11P1N© 
NUMBER ©NS EAST MAIN STIES? 
FORT WAYNE, INDIANA 46802 
INVOICE IN DUPLICATE, INCLUDING 
CERTIFICATION AS REQUIRED BY 
INDIANA STATE BOARD . OF ACCOUNTS 


QUANTITY 

n ggEIVSP 


QUANTITY 


100 


G. E. 250 watt Lucalox Lurni 
Cat, #C724G573 with no P E 
with 240 Volt regulator bal 


naxres 
ve cepta cl e 
.1 a s t » 


'ATTENTION 

Send all Invoices to General A 
4th Floor, City-Ocurviy 
1 E. Mho St. 

Fort Wayne, Indiana 4CS 


Q 


32 

how P. O. Mumbor on Packing Sko 


and Invoice, 


b/ go 


Acer. OR 
Y/.O. NO. 


1134 , 02 


UNIT PRICE 


I 


counting 


-i O? 


9800 , 


00 


NOTE- TERMS OF PAYMENT MUST BE SHOWN ON FACE OF INVOICE. OTHERWISE A 2% CASH DISCOUNT Will BE TAKEN 

wv -7 / /J 

C'-f/ // .•l/S-giaAv 


BY- 


CITY UTILITIES PUIICHASIHG ,^< 5 SN'T- -* 


SUBJECT TO CONDITIONS ON REVERSE SIDE 


POHM U>8» 




COMPANY 

C, D. Arnold Co, 
(American Electric) 

General Electric 

Universal Electric 
(McGraw) 

Westingh.ou.se Supply 

General Electric 
W estinghouse Supply 

Lester, Sales Company 
Kerrigan Lighting 
Union Metal 

Fred M. Biggs 
Electrical Engineering 
F e b r ua r y 20. 1973 

ii 

* <FMB:sc 



CIT Y OF Fort WAYNE STREET LIGHTING 


100 - 250 WATT LUMINAIRES 

REMARKS 


This vendor has the lowest price but it not acceptable 
because the ballast is noisy, it is difficult to 
maintain and it is of poor quality. 

Acceptable 


Quotation too high. 

Quotation too high. 

100 - 25 0 WATT LA MPS 

HIGH PRESSURE SODIUM 

$23-10 ea. Acceptable 

$23-1-1-9 ea. Quotation too high. 

A • 62 - 35' LIGHTING POLES WITH 8 1 SINGLE ARM 
■B. 19 - 33"' LIGHTING POLES WITH S 1 " TWIN ARMS 


PRICE 
$ 87 , 1.5 ea. 


J 98 .OO ea 
$ 103.50 ea 
$ 102,00 ea. 


A. -Hii Qb.OO e-a . ' Acceptable 

B . $ 2 3 t> . uu e ei . 


A. $209.00 

B. $267.00 


A. $275.00 

B. $355-00 


ea . 
ea , 


ea , 
ea . 


Quotation too high. 
Quotation too high. 


Dept . 



Adrian, Appr. V' 


DIGEST SHEET 


TITLE OF ORDINANCE 


Special Ordinance #3070 


Board of Public Works 


DEPARTMENT REQUESTING ORDINANCE 
S IN wPS.io Ox- ORDINANCE Purchase Order to General Electric Company in the amount 


of $9,800.00. They were low bidder on equipment to be used on Washington-Maumee 
Lighting Project,, Topics T-6002 (19). 

Said project was expained to members of Council at briefing February 21, 1973. 


"Suspension of Rules" would be appreciated as there will be a considerable time lapse 


between placing order and receiving equipment. 


EFFECT OF PASSAGE 


Lighting project will progress, 


EFFECT OF NON-PASSAGE 


MONEY INVOLVED (Direct Costs, Expenditures, Savings) Explained at briefing. 


T FWWAISS:,!®. 


ASSIGNED TO COMMITTEE 


£ 


! liLNM-r 


Lil 


W//IN 


wTD 


FEB 2 6 1973 


CHARLES Vi WtSi thiViAn 




CITY CLERK 




ORDINANCE CHECK-OFF SHEET 


XmEMATION REGARDING ORDIMIGE 


CONTENTS OF ORDI NANCE 



REFERRED TO SAID 
TUBING COMMITTEE 


7 


REFERRED TO CITY 
PLAN 

LEGAL PUBLIC 
HEARING 




LEGAL PUBLICATION 



SUSPENSION OF RULES ^ ~ ^ 7- 7 ^ 
PRIOR APPROVAL 


ORDINANCE TAKEN OUT 
OF OFFICE 


OTHER INSTRUCTIONS 
REGARDING ORDINANCE 


CORRECTIONS MADE 
TO ORDINANCE 


s PEOPLE SPEAKING FOR 
li ORDINANCE 


PEOPLE SPEAKING AGAINST 
ORDINANCE 



COMMITTEE SHEET 

X 

¥OTE SHEET 


PURCHASE ORDERS 


BIDS 


"ORDERS, BIDS OR OTHER PAPERS 
TAKEN OUT AND BY WHOM 

L 

'LETTER REQUESTING ORDINANCE 
DRAWN UP BY CITY ATTORNEY 

r 

COMMUNICATIONS 

FROM 

i 

ZONING MAPS 

\ 

ABSTRACTS 

'■ 

1 

TITLES 

I 

: — 

PRIOR APPROVAL LETTER 


COUNCILMAN'S VOTE 


“Taxes 

NAYS 

Xbsenj 

BURNS 




! HINGA 



X , 

; KRAUS 

■ 



: If 

MOSES l! V 

j 


! NUGKOLS 1 

X 

mm 


Do SCHMIDT 

X 



Vo SCHMIDT 1 


L j 


STIER 

K 



.TALARIGO 

K 




COMMENTS? 



